TOWAMENCIN 
SCHWENKFELDER  CHURCH 


Erected  in  1893.  A  log  cabin  built  here  in 
1765  was  used  as  a  school  and  meeting  house. 
The  second  meeting  house  was  built  in  1793. 
This  third  building  on  this  site  was  last  used  for 
religious  services  in  June  1951  when  both  the 
Towamencin  and  Worcester  Schwenkfelder 
Churches  closed  and  the  Central  Schwenkfelder 
Church  was  dedicated. 
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